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Introduction This service bulletin provides information on the proper identification of the 7 solenoids 
used in the U660E transmission. 


HOLNT9 ? NOISSINSNVYL 


Applicable + 2007 model year ES 350 vehicles. 
Vehicles 


Transmission 
Solenoid 


Identification ; : 
Shift Solenoid 


Valve SL 


Shift Solenoid 
Valve SLU a 
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Valve SL4 


a / 
ge ca 
Mee y 
4 
4 
Mw / 
4 

Shift Solenoid / 
Valve SL2 % 4 


Shift Solenoid 


Valve SL1 Shift Solenoid 
Valve SL3 
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Parts Provided below is a chart listing the Repair Manual name of each solenoid used in 
Information the U660E transmission as well as the part name description provided in the electronic 
parts catalog. 


REPAIR MANUAL 


SOLENOID NAME PARTS CATALOG DESCRIPTION 


Solenoid Assembly, Automatic Transmission 3—Way 


Solenoid Assembly, Line Pressure Control 


Solenoid Assembly, Lock—up Control 


Solenoid Assembly, Clutch Control No. 1 
Solenoid Assembly, Clutch Control No. 2 
Solenoid Assembly, Clutch Control No. 1 
Solenoid Assembly, Clutch Control No. 2 
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